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PRESSURE DROP AND DILUTION INSTRUMENTS EX RICHMOND 


The PDI/DDI instrument of PMG Berlin has been sent to us. 
Together with the third instrument for FTR, it will be equipped 
with an electronic control and a calculator model HP-97. 

With a previous programming, the latter will allow to calculate 
the average, the standard deviation as well as the mini/maxi 
values of RTD and cigarette dilution results. 

The electronic controls will be delivered at the end of 
February 1981. 


AUTOMATIC SCALE: FOR INDIVIDUAL CIGARETTE WEIGHT 

The mechanical part for the automatic scale intended for the 
selection of the cigarettes for the Tobacco Lot Analysis was 
ordered. The instrument will be ready by the end of February 1981. 
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PHYSICAL TESTS 


The results of the physical tests for cigarettes and filters 
were evaluated. A report will be sent to the participants during 
January 1981. 
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